Renewable and Sustainable Energy Reviews 15 (2011) R1 


Contents lists available at SciVerse ScienceDirect 


Renewable and Sustainable Energy Reviews 


(nn 


a 4 
ELSEVIER journal homepage: www.elsevier.com/locate/rser 


Retraction notice 


Retraction notice to “Investigating the need of nuclear power 
plants for sustainable energy in Iran” 
[Renewable Sustainable Energy Rev. 15 (2011) 3575-3587] 


A. Mazandarani 


Department of Mechanical Engineering, Faculty of Engineering, University of Malaya, 50603 Kuala Lumpur, Malaysia 


This article has been retracted: please see Elsevier Policy on Article Withdrawal (http://www.elsevier.com/locate/withdrawalpolicy). 
This article has been retracted at the request of the author as it contains significant scientific errors. The paper was also submitted 
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without consultation. 
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